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Waterloo Industries manufactures the broadest P 
offering of storage products. Our solutions are: 


Built to last 
Intelligently designed for professional use 
Tested and protected by warranties 





Available with short lead times AY. EeLig 
Supported by outstanding customer service = 
Competitively priced 


Waterloo Industries storage solutions 
can be found anywhere professionals one 3 ’ 
use tools to earn a living. Our products 
are the professional’s choice in 

maintenance and repair, industrial and 
manufacturing, automotive repair, and 
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more. ——————z—*—*—X— 
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With a tradition of quality and innovation 

since 1922, Waterloo Industries is the 

leading North American manufacturer ennai ee | 
of tool storage chests, cabinets, utility ee 

carts, portable tool storage, project rt 
centers, workbenches, and workspace ee | 

storage. Our products are manufactured | a 
in two state-of-the-art North American ee een 
facilities in Sedalia, Missouri and | 

Nogales, Mexico. These facilities house Se 

production, engineering, testing, and ee 

training experts. 


, Waterloo Industries operates UNdeCris 
_.- the consumer pfoducts company : 
eee Sette Brands Home & soe Inc. Mm 24 
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With our wide array of storage products, hard-working 
professionals can find exactly what they need to fit their 
specific storage and organization needs. 







Compare Product Choices .........c.ccsscssseseneeneneees 


Professional HD Series ............:.cs:scsssecesecnseneeeees 
>» Roll cage construction 

>» Up to 5,200 Ib. load rating 

> Up to 200 lb. ball-bearing drawer slides 






Professional Series. ........:::csssssscssseesensecnsenssensenes 
>» Sidewall post construction 

> Up to 3,500 Ib. load rating 

>» 110 Ib. ball-bearing drawer slides 
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Waterloo Series .......ccscsscssssesseeseneeneenseneeneeneenes 
> Double wall construction 

>» 1,100 Ib. load rating 

>» 85 |b. ball-bearing drawer slides 


PC COSSORICS fie esteem catty oadtne dtpue cule di cates Se ete « eR 
Drawer liners, organizers, and more 


SMO SOMES iat lt tec AeOL. cenaccal sense sectenn toate 
>» Single wall construction 

>» Up to 500 Ib. load rating 

>» 25 lb. ball-bearing or friction drawer slides 


Specialty Series ........ccscesscssessseseesnsenseesseneesseenees 
Project centers and a utility cart 


Portable Series ..........:c:sccsscssesneeeseensenseeneenseeneees 
Metal and plastic tool boxes 
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m1, Workspace Storage.........scccsssssscsssesssesssenseeseees 
| | | Bulk storage cabinets and workbenches 


Technical Education Program & 
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Quality & Warranty Information.............:.:::0005 
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Customer Service 





Feature 


Use/Capacity 


Widths 


Construction 


Caster Load Rating 


Orc lely d= 
Drawer Latching System 
Drawer Slide Type 
Drawer Slide Rating 
Double Drawer Slide Rating 


Drawer Liners 
Locking System 


Chest Lid Support 
Color Options 
Warranty 
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Waterloo Series 
(pages 14-17) 


Professional Series 
(pages 10-13) 


Professional HD Series 
(pages 6-9) 


Sais eee epee Peedi 


36 - 56 Inch 26 - 52 Inch 26 or 40 Inch 


Roll Cage Sidewall Post Double Wall 


3,500 or 5,200 Ibs. 1,100 or 3,500 Ibs. 


Tubular or gg a Activated 
Tubular Keyed Slotted or Tubular Keyed Tubular Keyed 





Black or Red Black, Red, or Stainless Steel Black or Red 


Products and wo alae gg = TS subject to change without notice. 
9 


t hy 


RODUCTS TO/FIND 5) 


- 


. 
- 
i ' , 


=~ 


32 Inch Floor Cabinet, 
26 Inch Varies by Product 28 Inch Wall Cabinet, 14 - 26 Inch 
72 Inch Workbenches 


Reinforced Sidewall Reinforced Sidewall Varies by Product Metal or Plastic 


300 Ibs. Floor Cabinet, 
300 or 500 Ibs. 500 or 1,100 Ibs. 120 Ibs. Wall Cabinet, No Casters 
1,500 Ibs. Workbench 


3 x 1 Inch or 4 x 2 Inch No Casters 
Push-In or No Detent No Detent 
Ball-Bearing or Friction Friction 
No Double Slides No Double Slides 
Drawer Liners Sold Separately Drawer Liners Sold Separately 
eRe ike, ie eed 
Hinged Support or No Support None 
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The Professional HD Series is designed for your heaviest storage needs. Whether you’re ona 
factory floor or repairing a jet engine, you can rely on the rugged roll cage construction. 
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PCH-36521RD 
PCA-36821RD 


Rugged roll cage construction evenly distributes weight to add strength. 





Patented Posi-Latch® latching system with SolidTrax™ assembly 
ensures drawers are stable and latch securely. 


Heavy-duty 6 x 2 inch industrial casters support 3,500 Ibs. with four casters or 
5,200 lbs. with six casters. 


Non-slip drawer liners and metal drawer dividers protect and organize tools. 


Full-extension 120 Ib. ball-bearing drawer slides tested to withstand heavy daily use. 
Double slides on select drawers support 240 Ibs. 


Internal tubular keyed locking system protects valuable tool collections. 


Full-extension 200 lb. ball-bearing drawer slides (double slides on select drawers 
support 400 lbs.) tested to withstand heavy daily use. 


Cable-activated tubular keyed locking system protects valuable tool collections. 
Smooth-operating gas struts safely support chest lids with full-width lid stiffeners. 


Open till design provides direct access to storage under lids. 


Products and specifications subject to change without notice. 


B® PCA-40524BK Black ® PCA-40524RD Red 


Thick rubber mat protects work surface 
Four casters support 3,500 Ibs. 

Five full-width drawers 

18,196 Cubic inches 

3,666 square inches 








Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
38.5" x 24" x 40.5" 330 1 34.13" 21.5" 3.13" 120 lbs. 

2 34.13" 21.5" 4.13" 120 lbs. 

1 34.13" 21.5" 5.25" 240 lbs. 

1 34.13" 21.5" 9.5" 240 lbs. 


@ PCA-46624BK Black ® PCA-46624RD Red 


Thick rubber mat protects work surface 
Four casters support 3,500 Ibs. 

Six full-width drawers 

22,237 Cubic inches 

5,337 square inches 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
46" x 24" x 40.5" 400 2 41.88" 21.5" 3.13" 120 Ibs. 

2 41.88" 21.5" 4.13" 120 Ibs. 

1 41.88" 21.5" 525" 240 Ibs. 

1 41.88" 21.5" 638" 240 Ibs. 








Designed to custom fit Waterloo Professional HD workstations ed - 


Fits on top for a flush work surface —— 
Easy to clean | 


Work Surface Compatible Workstations 





Width Depth Height 
ASX-4024SSWS PCA-40524BK 38.13" 23.5" a 
PCA-40524RD 


ASX-4624SSWS PCA-46624BK 45.63" 23.5" 1" 
PCA-46624RD 


Customer Service 





@ PCH-36521BK Black ® PCH-36521RD Red 





Top tray measures 35.5 W x 9,555 cubic inches 
18.5 D x 4 H inches 3,605 square inches 
Overall Size Weight =) a= 
WxDxH Lbs. Qty. Width Depth Height Capacity 
36" X 21" X 23.75" 195 2 31.88" 18.5" 2" 200 lbs. 
2 31.88" 18.5" 313° 200 Ibs. 
ll 31.88" 18.5" 4.13" 200 Ibs. 


m PCA-36821BK Black PCA-36821RD Red 
Treated MDF work surface 15,653 cubic inches 
Four casters support 3,500 Ibs. 4,128 square inches 
Eight full-width drawers 





Overall Size Weight | 
WxDxH Lbs. Qty. Width Depth Height Capacity 





36" x21"x 42.25" 268 1 31.88" 18.5" 413" 200 Ibs. 

PCH-36521RD 3 31.88" 18.5" a 200 Ibs. 
2 31.88" 18.5" 3413" 200\Ibs. 

fees 1 31.88" 18.5" 413" 200 lbs. 
1 31.88" 18.5" 8.5" 400 Ibs. 





Pi 
mM PCH-461024BK Black PCH-461024RD Red vs 
Top tray measures 45.5 W x 14,058 cubic inches 
21.5 Dx 4H inches 5,036 square inches 
Overall Size Weight Dr 
WxDxH Lbs. Position Qty. Width Depth Height Capacity 
46" x 24" x 23.75" 290 Left 2 23.38" 21.5" 2" 200 Ibs. 
Left 2 23.38" 21.5" 3.13" 200 Ibs. 
Left 1 23.38" 21.5" 4.13" 200 Ibs. 
Right 2 14.38" 21.5" oe 200 Ibs. 
Right 2 14.38" 21.5" ne ac 200 Ibs. 
Right 1 14.38” 21.5” 4.13” 200 Ibs. 


B@ PCA-461224BK Black & PCA-461224RD Red 





Treated MDF work surface 21,889 cubic inches 
Four casters support 3,500 Ibs. 5,268 square inches 
Overall Size Weight [ey 
Ree ow iae WxDxH Lbs. Position Qty. Width Depth Height Capacity 
Boeee4. x 42.25" 423 Full-Width 1 41.88" 21.5" 4.13" 400 Ibs. 
a again Left 1 23.38" 215" 2" 200 Ibs. 
Left 2 23.98 21.5" 3.13" 200 Ibs. 
Left 2 2PSo00 21.5° 4.13" 200 Ibs. 
Left 1 23,90 21.5" 8.5" 400 Ibs. 
Right 1 14.38" 21.5" 2" 200 Ibs. 
Right 2 ia-30 21.5" 3.13" 200 Ibs. 
Right 1 430° 21.5" 4.13" 200 Ibs. 
Right 1 fao0 21.5" 12.88" 400 lbs. 


Products and specifications subject to change without notice. 

















m PCH-561030BK Black PCH-561030RD Red 
Top tray measures 55.5 W x 22,100 cubic inches 
27.5 D x 4 H inches 8,204 square inches 






Overall Size 


WxDxH Lbs. Position Qty. Width Depth Height Capacity Jf - i 
56" x 30"x 23.75" 390 Left 23.38" 27.5" 2" 200 Ibs. : 
Left 23.38" 27.5" 313° 20b _ 








2 

2 
Left 1 23.38" 27.5" 4.13" 200 Ibs. 
Right 2 23.38" 27.5" 2" 200 Ibs. 
Right 2 23.38" 27.5" 3.13" 200 Ibs. 
Right 1 23.30 27.5" 4.13" 200 Ibs. 







mM PCA-561230BK Black PCA-561230RD Red 
Treated MDF work surface 34,653 cubic inches 
Six casters Support 5,200 Ibs. 9,127 square inches 













Overall Size ie | 
WxDxH Lbs. Position Qty. Width Depth Height Capacity 6 8 Stix 
56" x 30" x 42.25" 579 Full-Width 1 51.38" 27.5" 413" 400 Ibs. em a 
Left 1 Ca30  2/.5° 2" 200 Ibs. 
Left 2 Zea 27.5° 3.13" 200 Ibs. 
Left 2 23538 27.5° 4.13" 200 Ibs. 
Left 1 2a3o 2/.5° 6.5" 400 Ibs. 
Right 1 Ca30 2/.5° 2" 200 Ibs. 
Right 2 2eaSo 27.5" 3.13" 200 Ibs. 
Right 1 23530 2/.5° 4.13" 200 Ibs. 
Right 1 Paso 27.5° 12.88" 400 Ibs. 

m PSC-18721BK Black ™ PSC-18721RD Red — tse 
Attaches to either side of any Treated MDF work surface | he a . 
Waterloo Professional HD 7,056 cubic inches 
cap iney 1,862 square inches 

Overall Size Weight Drawers 

WxDxH Lbs. Qty. Width Depth Height Capacity | 

18.5" x 21" k 35.38" 155 1 14.38" 18.5" 2" 200 Ibs. | 
2 14.38" 18.5" SA3° 200 Ibs. it 
3 14.38" 18.5" 4.13" 200 Ibs. Ne 
1 14.38" 18.5" 8.5" 400 Ibs. 


@ PSL-18421BK Black @® PSL-18421RD Red 





Attaches to either side of any Four adjustable ball-bearing 
Waterloo Professional HD drawers 
eee PCH-36521RD 
chest and cabinet combination 47.293 cubic inches 
Supports 400 Ibs , So ex 
Pp : 1,064 square inches eC 
Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
Tesseoee| XxX 59.25" 147 4 14.38" 18.5" o 200 lbs. 


Customer Service 





The Professional Series is designed for work environments where solid construction and 
high-quality features aren’t optional. From an automotive service bay to an industrial or 
commercial job site, these products exceed requirements. 


MY 
ee 
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PCH-418RD 
PCA-4111RD 





Rugged sidewall post construction provides extra rigidity for handling 
large loads. 





Full-extension 110 Ib. ball-bearing drawer slides tested to withstand daily use. Double 
slides on select drawers support 175 Ibs. 


Patented Posi-Latch® latching system assures drawers latch securely. 
SolidTrax™ drawer assembly adds stability and strength. 
Tubular keyed locking system protects valuable tool collections.* 


Heavy-duty 5 x 2 inch or 6 x 2 inch industrial casters support 1,100 or 3,500 Ibs. 
for smooth movement over shop floors. 


Non-slip drawer liners protect tools and drawer surfaces. 
Smooth-operating gas struts safely support chest lids.* 


“Stainless steel products include hinged supports and are secured with a slotted keyed locking system. 





10 Products and specifications subject to change without notice. 








m@ PCH-266BK Black ® PCH-266RD Red 
Durable overmolded side handles Ae 
Top tray measures 25.75 W x 15.75 D x 2.88 H inches 
5,732 cubic inches 
2,354 square inches 


pease Made in the USA 
With Global Components 





Overall Size Weight Dl ea (=) a= 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 16" x 19.75" 85 5 22.38" 14.63" 2" 110 Ibs. 


22.38" 14.63" 3.13" 110 Ibs. 


ook 


m@ PIN-263BK Black PIN-263RD Red 
Fits between a Waterloo Professional 26 inch wide chest and cabinet 
Adds capacity without using floor space 
3,191 Cubic inches 
1,095 square inches 






Rete Made in the USA 
With Global Components 





Overall Size Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
2oex 17.75 X13.25' 60 Beso 16.5° Z 110 Ibs. 


22.38" 16.5" 3.13" 110 Ibs. 
22.38" 16.5" 4.13" 110 Ibs. 


kkk 


PCH-266RD 
PIN-263RD 
PCA-265RD 


m PCA-265BK Black PCA-265RD Red 
5 x 2 inch casters support 1,100 Ibs. 
Painted tubular side handle 
Thick rubber mat protects work surface 
10,450 cubic inches 
1,824 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 42.25" 112 22.38" 16.5" 3.13" 110 Ibs. 


22.38" 16.5" 4.13" 110 Ibs. 
22.38" 16.5" 6.38" 110 Ibs. 
22.38” 16.5” 9.5" 175 Ibs. 


— ) — — 


Customer Service 





m@ PCH-418BK Black PCH-418RD Red 
Durable overmolded side handles 
Top tray measures 40.25 W x 17.5 D x 2.88 H inches toe) 
10,204 cubic inches 
2,851 square inches 


Made in the USA 
With Global Components 








Overall Size 





WxDxH Lbs. Position Qty. Width Depth Height Capacity 

40.5" x 17.75" x 19.75" 140 Left 1 22.38" 16.5" 2 110 Ibs. 
Left 1 22.38" 16.5" 3.13" 110 Ibs. 
Left 2 22.38" 16.5" 4.13" 110 Ibs. 
Right 1 TS 16.5" 2" 110 Ibs. 
Right 1 Hiss 16.5" 3.13" 110 Ibs. 
Right 2 11.75" 16.5" 4.13" 110 Ibs. 

is i te | @ PCA-4111BK Black ® PCA-4111RD Red 


PCA-4111RD 


6 x 2 inch casters support 3,500 Ibs. 
Thick rubber mat protects work surface 
15,315 cubic inches 
3,390 square inches 





Made in the USA 
With Global Components 












evel ai P x= Weight Drawers 
WxDxH Lbs. Position Qty. Width Depth Height Capacity 
lx) x 42.25" 252 Full-Width 1 £936.75" 16.5" 4.13" 175 Ibs. 
Left 1 22.38" 16.5" 2" 110 Ibs. 
Left 1 22.38" 16.5" 3.13" 110 Ibs. 
Left Saee22.36° 16.5" 6.38" 175 Ibs. 
Right ieeiie7> 16.5" 2" 110 Ibs. 
Right Seeeiter5 16.5" 3.13" 110 Ibs. 
Right ieeete7> 16.5" 12.75" 175 Ibs. 
Designed to custom fit Waterloo 41 inch wide cabinets ed a 
Fits on top for a flush work surface . ee 


Easy to clean 





Made in the USA 
With Global Compon 





Work Surface Compatible Workstations Size 
Width Depth Height 
ASX-4118SSWS PCA-4111BK 39.63" 17.5" 1" 
PCA-4111RD 
WCA-4111RD 
WCA-4111BK 


Products and specifications subject to change without notice. 





m PCH-4111SS Stainless Steel 

Hinged lid supports 

Durable overmolded side handles 

Top tray measures 42 W x 17.75 D x 2.88 H inches 

10,331 Cubic inches 
3,834 square inches 
Overall Size Weight 











Height Capacity 





WxDxH Position 

42.5" x 18" x 20" 156 Left 5 22.38" 16.5" 2" 110 Ibs. 
Left 1 22.38" 16.5" 3.13" 110 Ibs. 
Right 4 11:75" 16.5" 2" 110 Ibs. 
Right 1 1e7o 16.5" B25 110 Ibs. 
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m PCA-4112SS Stainless Steel 
6 x 2 inch casters support 1,100 Ibs. 
17,432 cubic inches 
3,755 square inches 





Overall Size Weight Drawers 
WxDxH Lbs. Position Qty. Width Depth Height Capacity ¥ 
42.5" x18" x 42" 240 Full-Width 1 g6.75' 16.5" AAS" 110 Ibs. 1 
Left 1 22.38" 16.5" 2° 110 Ibs. ch 
Left 3 Beease 16,5" 3-13" 110 Ibs. eat 
Left 2 22738) 16.5" 6.38" 110 Ibs. 
Right 1 lS” Ges" 2" 110 Ibs. 
Right 3 mle" 16.5" 3.13" 110 Ibs. 
Right 1 ailiey 16.5" 12.75" ~— 110 Ibs. 


mM PCH-528BK Black PCH-528RD Red 
Durable overmolded side handles 
Top tray measures 50.75 W x 17.5 D x 2.88 H inches 
13,238 cubic inches 
3,806 square inches 













Made in the USA 
With Global Components 


Overall Size Weight yar VU.) 

WxDxH Lbs. Position Qty. Width Depth Height Capacity 

51.13" x 17.75" x 19.75" 145 Left 1 22.38" 16.5" 2" 110 Ibs. 
Left 1 22.38" 16.5" 3.13" 110 Ibs. 
Left 2 22.38" 16.5" 4.13" 110 Ibs. 
Right 1 22.38" 16.5" 2" 110 Ibs. 
Right 1 22.38" 16.5" 3.13" 110 Ibs. 
Right 2 22.38" 16.5" 4.13" 110 Ibs. 








mM PCA-5211BK Black ® PCA-5211RD Red 
6 x 2 inch casters support 3,500 Ibs. 
Thick rubber mat protects work surface 
20,044 cubic inches 
4,433 square inches 





Made in the USA 
With Global Components 







Overall Size Weight plea ieee 

WxDxH Lbs. Position Qty. Width Depth Height Capacity 

51.75" x 20" x 42.25" 358 Full-Width 1 47.25" 18.5" 4413" 175 Ibs. pe ae 
Left ee22ce" 18.5" 2" 110 Ibs. PCA-5211RD 
Left 1 22.38" 18.5" 3.13" 110 lbs. 
Left 3 22.38" 18.5" 6.38" 175 lbs. 
Right e22cs" 18.5" 2" 110 Ibs. 
Right 1 22.38" 18.5" 3.13" 110 lbs. 
Right 3 22.38" 18.5" 6.38" 175 lbs. 


Customer Service 





The Waterloo Series is designed for the discriminating professional who needs high- 
quality storage at an affordable price. 
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Durable double-wall construction provides the necessary rigidity to 
handle heavy loads. 


Full-extension 85 lb. ball-bearing drawers slides tested to withstand daily use. 
Double slides on select drawers support up to 125 Ibs. 





SolidTrax™ drawer assembly adds stability and strength. 
Internal tubular keyed locking system protects valuable tool collections. 


Heavy-duty 5 x 2 inch casters support up to 1,100 lbs. for smooth movement over 
shop floors. 


Non-slip drawer liners protect tools and drawer surfaces. 


Smooth-operating gas struts safely support chest lids. 





Products and specifications subject to change without notice. 
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B VWCH-418BK Black WCH-418RD Red 
Durable overmolded side handles 


Top tray measures 40.25 W x 15.75 D x 2.88 H inches 


9,066 cubic inches 
2,/61 square inches 





Made in the USA 


With Global Components 


Weight 


Overall Size 


WxDxH Lbs. Position Qty. 

40.5" x 16" x 20" 140 Left 3 
Left 1 
Left 1 
Right 2 
Right 1 





Width 


22.38" 
22.38" 
22.38" 
Th7O: 
11.75" 


14.63" 
14.63" 
14.63" 
14.63" 
14.63" 


Depth 


Cee ei 


Height 


9D" 
313" 
4.13" 
4.13" 
5.25" 





Capacity 


85 Ibs. 
85 Ibs. 
85 Ibs. 
85 Ibs. 
85 Ibs. 





@ WCA-4111BK Black & WCA-4111RD Red 
MDF work surface 
Painted tubular side handle 
13,454 cubic inches 
3,563 Square inches 


WCH-418RD 
WCA-4111RD 


Made in the USA 
With Global Components 





Overall Size Weight 


Width Depth Height Capacity 


WxDxH Lbs. Position § Qty. 

41" x 18" x 40.75" 209 Full-Width 1 £36.75" 16.5" 4.13" 125 Ibs. 
Left fee 2-3o 16.5" 2. 85 Ibs. 
eit ee 2-oo 8616.5" 3.13" 85 Ibs. 
eit feee2-30 16.5" 6.38" 125 Ibs. 
Right iii? 16,5" 2" 85 Ibs. 
Right pameiey> 16.5" 3.125" 85 lbs. 
Right ieee7o 16.5" 12.75" 125 Ibs. 


Designed to custom fit Waterloo 41 inch wide cabinets 
Fits on top for a flush work surface 
Easy to clean 





Made in the USAX 
With Global Compoma 


Work Surface Compatible Workstations Si 
Width Depth Height 
WCA-4111BK 39.63" 17.5" 0.5" 
WCA-4111RD 

PCA-4111BK 

PCA-4111RD 


ASX-4118SSWS 


Customer Service 








BALL-BEARING CHESTS & CABINETS _ 








Co 

Any 26 inch —— 
wide Waterloo ait] 
Series chest or | i —— | 
intermediate chest == = ———— | 
can be matched il | | 

UATEPLoo Wit ———— . 
with any 26 inch I : Je 4 ——*_ Se en 

_ — , = te 






wide Waterloo = SF ses = 
Series cabinet to el 

build a combination 
that works for you. 


Also available 
In black. 





WCH-266RD WCH-266RD WCH-265RD WCH-265RD 
WCA-265RD WIN-262RD WCA-265RD WIN-262RD 
WCA-266RD WCA-266RD 


B VWCH-266BK Black W/CH-266RD Red 
Recessed metal side handles ae 
Top tray measures 25.75 W x 11.75 D x 2.88 H inches 
3,292 cubic inches al atc 


1,210 square inches 


Made in the USA 
With Global Components 





Overall Size Weight 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x12" x 15.25" 43 3 6.15° 10.75" 2" 85 Ibs. 

2 22.38" 10.75" 2" 85 Ibs. 

1 22.38" 10.75" 3.13" 85 Ibs. 


m@ VWCH-265BK Black ® WCH-265RD Red 
Recessed metal side handles 
Top tray measures 25.75 W x 15.75 D x 2.88 H inches 
5,840 cubic inches 
1,909 square inches 


tye 


Made in the USA 
With Global Components 







Overall Size Weight Drawers 


WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 16" x 19.75" 74 Pe 3s 14.63" 2° 85 Ibs. 
3 22.38" 14.63" 3.13" 85 lbs. 


Products and specifications subject to change without notice. 


mM WIN-262BK Black ® WIN-262RD Red 
Fits between a Waterloo Series 26 inch wide chest and cabinet 
Adds capacity without using floor space 
1,896 cubic inches 


651 square inches 


Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 16" x 9.75" 35 2 22.38" 14.63" 3.13" 85 Ibs. 


m@ VWCA-265BK Black ® WCA-265RD Red 
Painted tubular side handle 
Top mat protects work surface 
8,082 cubic inches 


1,829 square inches 


Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 34.5" 107 2 22.38" 16.5" S13" 85 lbs. 

1 22.38" 16.5" 4.13" 85 lbs. 

2 22.38" 16.5" 63s 85 lbs. 


m@ WCA-266BK Black & WCA-266RD Red 
Painted tubular side handle 
Top mat protects work surface 
10,330 cubic inches 
2,194 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 40.75" 124 22.38" 16.5" 4.13" 85 lbs. 


i 
2 22.38" 16.5" 3.13" 85 Ibs. 
3 22.38" 16.5" 6.38" 85 Ibs. 


Customer Service 





ACCESSORIES 


Accessories help make the best use of you storage products. 





MOM-SLIP DRAWER LINER ROLLS 
@ SP-LINER17BK for Chests @ SP-LINER23BK for Cabinets 






>» Non-slip open weave vinyl material >» Material is mold and mildew resistant 
» Protect tools and drawers from >» Chest Liner Roll: 16.5 W x 115 L inches 
scratches 


>» Cabinet Liner Roll: 22.5 Wx115L 





>» Must be cut to fit drawers inches 
SIDE SHELF RTC sbal Gomuseronts 
m@ ASX-SHELFBK Black ® ASX-SHELFRD Red 
>» Attaches to any Waterloo cabinet >» 17.5 W x 15 D inches 
>» Folds against cabinet side when >» 10 Ibs. 
not in use 


2B" WIDE STAINLESS STEEL WORK SURFACE 





[I ASX-2 6SSWS ———— With Global Components - 
» Fits any Waterloo 26 inch wide cabinet > Easy to clean —_ 
» Beveled edge prevents tools from » 27.25 W x19 D x1#H inches 
rolling off surface > 15 lbs. 
-- 
40” & WIDER STAINLESS STEEL WORK SURFACES 


» Fits inside the recessed cabinet top >» Easy to clean 
for a flush work surface 


Dimensions 





Item Number Width Depth Height Weight For Use With Af a 
ASX-4118SSWS Bai65, 17.5" O25" 20 Ibs. PCA-4111BK, PCA-4111RD, 
WCA-4111BK, or WCA-4111RD 
ASX-4024SSWS 38.13" = 23.5" le 38 Ibs. PCA-40524BK or PCA-40524RD 
ASX-4624SSWS 45.63" 23.5" le 42 Ibs. PCA-46624BK or PCA-46624RD 


SECURITY STORAGE BOX 
m ASX-ORGSECURITY 





Made in the USA 
———_ With Global Components 


>» Small lock box can secure small items » OW x15 D x 2 H inches 
of value > 4 Ibs. 

>» Sized to fit in a 2 inch or deeper 
drawer 


POWER OUTLET STRIP 
B ASX-PWRSTRIP 


>» Six AC electrical outlets and two »> 12 Wx83D x 2 H inches 
USB charging outlets > 2 Ibs. 


» Magnetic attachments secure to any 
metal surface 


SET OF THREE DRAWER ORGATIZATION TRAYS 
B@ ASX-ORGTRAYS-3PCE 


» Three trays with various sized >» Durable molded plastic construction 
compartments > 15.5Wx7D-x 2.5 H inches each 

>» Sized to fit in any 3 inch or deeper > 2 Ibs. 
drawer 


Products and specifications subject to change without notice. 








Waterloo Shop Series storage provides an exceptional value and a variety of solutions at 
an economical price. 


ee) gn-1.-)-]e- ae 
Slee) =] ae 


{ a 


Full-extension 25 Ib. drawer slides are tested to withstand frequent use. 
Storage options include ball-bearing or friction slides. 


Internal keyed locking systems on ball-bearing products protect valuable tool collections.* 





Hinged lid support on ball-bearing chests keeps chest lids open during use.* 


4 x 2 inch casters on cabinets support up to 500 Ibs. for smooth movement over shop 
floors. 3 x 1 inch casters on tool centers support up to 300 Ibs. 


Top mats protect cabinet work surfaces. 
“Friction products are secured with an external lock bar and a keyed lock and do not include a hinged lid support. 


Feature photographs represent ball-bearing products. 





Customer Service 


BALL-BEARING CHESTS & CABINETS 


Any 26 inch wide aE ay 
Shop Series chest 

or intermediate = ay 
chest can be 
matched with any | | 
26 inch wide Shop —— ——— = 
Series cabinet to _ : —_ 
build a versatile 
combination that 
works for you. 








Also available 





=a 


In black. es a 
ve ow eS 

SCH-264RD-B SCH-265RD-B SCH-264RD-B SCH-265RD-B 

SCA-263RD-B SCA-264RD-B SIN-262RD-B SIN-262RD-B 


SCA-264RD-B SCA-265RD-B 


@ SCH-264BK-B Black ® SCH-264RD-B Red 
Recessed plastic handles 
Top tray measures 25.75 W x 11.75 D x 1.5 H inches 
3,169 cubic inches 
1,225 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 12" x 15.5" 30 3 22.13" 10.75" 2" 25 Ibs. 

1 22.13" 10.75" 4.13" 25 Ibs. 


—@ SCH-265BK-B Black ® SCH-265RD-B Red 
Recessed plastic handles 
Top tray measures 25.75 W x 11.75 D x 1.5 H inches aie 
3,589 cubic inches | 
1,461 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 12" x 17.5" 7 4 Zan.) 10.75" 2. 25 Ibs. 

1 Pens. 10.75" 4.13" 25 Ibs. 


@ SIN-262BK-B Black @ SIN-262RD-B Red 
Fits between any Waterloo Shop Series chest and cabinet 
Adds capacity without using floor space 
1,830 cubic inches 
472 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 12" x 11.5" 18 2 22.13" 10.75" 4.13" 25 Ibs. 


Products and specifications subject to change without notice. 





@ SCA-263BK-B Black ® SCA-263RD-B Red 
4 x 2 inch casters support 500 Ibs. 
8,149 cubic inches 


1,105 square inches Made in the USA 


With Global Components 








Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 32" of 2 22.13" 16.5” 6.38" 25 Ibs. 

1 22.13" 16.5” 10" 25 Ibs. 


m@ SCA-264BK-B Black ® SCA-264RD-B Red 
4 x 2 inch casters support 500 Ibs. 
8,030 cubic inches 
1,473 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5 X18° xX 32" 60 1 PeAAS 16.5" 4.13" 25 Ibs. 


3 Bees 16.5" 6.38" 25 Ibs. 


m@ SCA-265BK-B Black # SCA-265RD-B Red 
4 x 2 inch casters support 500 Ibs. 
7,912 cubic inches 
1,841 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Drawers 


WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 32" 63 1 2213" 16.5" 2" 25 lbs. 
2 2213" 16.5" 413" 25\lbs. 


2 22:15" 165° 6.38" 25 Ibs. 


@ STC-265BK-B Black @ STC-265RD-B Red 
Includes a chest and cabinet 
Top tray measures 21.88 W x 11.75 D x 1.5 H inches 
Bulk storage measures 26 W x13 D x 15.3 H inches 
3 xX 1inch casters Support 300 Ibs. 
10,227 cubic inches 
1,420 square inches With Global Components 








Overall Size Weight Tg: 
WxDxH Lbs. Position Qty. Width Depth Height Capacity 





26.5" x14" x 43.5" 70 + Chest 2 1813" 10.75" 2" 25 Ibs. oT pee eee 
Chest 4 1813" 10.75" 4413" 25 Ibs. 
Cabinet 2 2243" 12.75" 413" 25 Ibs. 


Customer Service 


FRICTION CHESTS & CABINETS 


Any 26 inch wide 
Shop Series chest 
or intermediate 
chest can be 
matched with any 
26 inch wide Shop 
Series cabinet to 
build a versatile 
combination that 
works for you. 





SCH-264RD-F SCH-264RD-F SCH-267RD-F SCH-267RD-F 


SCA-265RD-F SIN-263RD-F SCA-26514RD-F SIN-263RD-F 
SCA-26514RD-F SCA-265RD-F 


SCH-264RD-F Red 
Recessed plastic handles 
Top tray measures 25.75 W x 11.75 D x 1.5 H inches 
3,169 cubic inches 
1,225 square inches 





Made in the USA 
With Global Components 


 €& 
Overall Size Weight Drawers == 





WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x 12" x 15.5" 36 2 22.13" 10.75" 2" 25 Ibs. 
1 22.13" 10.75" 4.13" 25 Ibs. 


SCH-267RD-F Red 
Recessed plastic handles 
Top tray measures 25.75 W x 11.75 D x 1.5 H inches 
3,550 cubic inches 
1,438 square inches 





Made in the USA 
With Global Components 


Overall Size Weight Drawers | 





WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x12" x 17.5" 43 3 6.75" 10.75" 2" 25 Ibs. 
Geez ts 10.75" 2" 25 Ibs. 
1 22413" 10.75" 413" 25 lbs. 


SIN-263RD-F Red 
Adds storage capacity without using floor space 
1,757 cubic inches 
708 square inches 





Made in the USA 
With Global Components 





reise Weight Dyin OO 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26" x12" x 11.5" 25 2 2213" 10.75" 2" 25 Ibs. 

1 22413" 10.75" 413" 25 \bs. 


Products and specifications subject to change without notice. 








SCA-26514RD-F Red 

4 x 2 inch casters support 500 Ibs. 
6,024 cubic inches 

1,400 square inches 





Made in the USA 
With Global Components 





Overall Size Weight Dy] ga (=) a= 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5: X 14" x 32" 58 1 Pee l2.7/5 £2" 25 Ibs. 

2 2@alsee 12.75" £4.13" 25 Ibs. 

2 Penge 12.75' #£x6.38" 25 Ibs. 


SCA-265RD-F Red 

4 x 2 inch casters support 500 Ibs. 
7,912 Cubic inches 

1,841 square inches 


Made in the USA 
With Global Components 





Overall Size Weight Dl ga (=) a= 
WxDxH Lbs. Qty. Width Depth Height Capacity 
26.5" x 18" x 32" 70 1 22.13" 16.5" 2" 25 Ibs. 

2 22.13" 16.5" 4.13" 25 Ibs. 

2 22.13" 16.5" 6.38" 25 Ibs. 


STC-266RD-F Red 

Includes a chest and cabinet 
Three removable plastic parts bins al = 
Top tray measures 21.88 W x 11.75 D x 1.5 H inches — 
Bulk storage measures 26 W x13 D x 15.3 H inches | 
3 x1 inch casters Support 300 Ibs. 


10,643 cubic inches 
1,951 square inches 


Made in the USA 
With Global Components 








Overall Size Weight Drav 

WxDxH Lbs. Position Qty. Width Depth Height Capacity 

26.5" x 14" x 43.5" 73 Chest 4 fio= 10.75" £42" 25 Ibs. 
Cabinet 2 22.13" 12.75" 4.13" 25 Ibs. 


Customer Service 











The Specialty Series offers a selection of products to increase your productivity at an 
affordable price. Choose from a utility cart or project centers to help get your job done. 


Uhl ito 


SP-UC3BK 





Transports tools across the shop to a job location. 


Bottom tray holds bulky tools and 
supplies like air compressors and battery 
Chargers. 


Open compartment under lid can hold any 
size tool. 


Lid can be used as a work surface or can 
lock closed to secure tools. 





A mobile work surface with unique features to increase productivity. 


Plastic molded top with built-in storage for 
tools and small parts. 


Removable MDF work surface covers 
small parts holders in SP-PC5BK-P top. 


Pegboard-pierced sides keep frequently- 
used tools in sight and easy to access. 





Products and specifications subject to change without notice. 
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mg SP-UCSBK Black 


Full-extension 70 lb. ball-bearing drawer slides with 
Posi-Latch® system 


5 x 2 inch casters support 1,100 Ibs. 
Gas struts support lid 

Full-width lid stiffener 

Rubber bumpers protect surfaces 
Tubular keyed locking system 

Drawer liners protect tools and drawers 


Built-in slots on sides and inside lid keep hand 
tools organized 


Top tray measures 26.5 W x 17.75 D x 5 H inches 
Assembly required 
14,728 cubic inches 


1,953 square inches 


Overall Size 


WxDxH Lbs. Qty. Width Depth Height 


34" x 20.75" x 37.25" 104 2 12.25" 17.5" 
1 25.63" 17.5" 


m SP-PCSBK Black 
Full-extension 25 Ib. friction drawer slides 
4 x 2 inch casters support 500 Ibs. 
External lock bar with key 
Molded-in cup holder and small parts storage 
Pegboard pierced sides; "J" hooks are included 






3.209- 
3.25 


Bulk storage area measures 26 W x 13 D x 15.3 H inches 


9,971 Cubic inches 
Made in the USA 








1,105 square inches With Global Components 
Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
34" x 20" x 34.5" 65 1 eens 16.5" 2. 25 lbs. 
2 Zens 10.5" 4.13" 25 lbs. 
@ SP-PCSBK-P Black 
Full-extension 25 lb. friction drawer slides 
4 x 2 inch casters support 500 Ibs. 
External lock bar with key 
3-outlet power strip 
Molded-in small parts storage and tool holster 
Pegboard pierced sides; "J" hooks are included 
8,594 cubic inches ie tise 
1,841 square inches With Global Components 
Overall Size Weight Drawers 
WxDxH Lbs. Qty. Width Depth Height Capacity 
34" x 20" x 34.5" 70 1 22.13" 16.5" 2" 25 lbs. 
2 22.13" 16.5" 4.13" 25 lbs. 
2 2213° 16,5" 6.13" 25 lbs. 


Customer Service 





Capacity 
70 Ibs. 
70 Ibs. 















Waterloo’s Workspace Storage complements our tool chests and cabinets for a complete 
storage solution. Organize a repair shop, maintenance room or supply closet to fit your 
needs. 


INE ROOM , 


-O a — 








WFC-32BK a 9 
WWB-72BKSS = 


SCA-264BK-B —— a 
SCA-265BK-B This configuratiem efficiently organizes a 9 x 2 foot space 









s 
el 





All-steel, heavy-duty construction for rugged, high-capacity general 
storage. 





Adjustable shelves allow flexibility to store items in a variety of sizes and shapes. 
Two-point locking system engages at the top and bottom of cabinet doors. 
Openings for electrical cords enable tools to be charged behind cabinet doors. 
Leveling feet with 1.25 inch adjustability ensure cabinet stability, even on uneven floors. 


Zero clearance doors enable cabinets to be placed side-by-side or in a corner. 


Strong 2 x 2 inch 16-gauge tubular steel legs support 1,500 Ibs. 

Two locking ball-bearing drawers operate smoothly and offer secure storage. 
Steel backsplash prevents items from falling off behind the work surface. 
Extra-wide 5.25 inch stringer provides stability. 


Leveling feet with 1.25 inch adjustability ensure stability, even on uneven floors. 


Products and specifications subject to change without notice. 
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BB WWC-28BK Black 
28 W x12 D x 28 H inches 


Mounts to wall or trackwall 
system 


One adjustable 50 lb. shelf 


@ WFC-32BK Black 


32 W x 18.25 D x 74H 
inches 

Three adjustable 50 Ib. 
shelves 


300 Ib. overall load rating 





8 VWWB-72BKBB Black 
72 W x 24 D x 41 H inches 


1.5 inch thick butcher block 
work surface 

Two ball-bearing drawers 
measure 22.38 W x 16.5 D 
x 4.13 H inches 


BH VWWB-72BKSS Black 
72 WCW x 24 D x 41 H inches 
1.5 inch thick stainless steel 
work surface with MDF 
core 
Two ball-bearing drawers 
measure 22.38 W x 16.5 D 
x 4.13 H inches 





These cabinets fit 
neatly under our 
workbenches for 
extra storage. 


Cabinets found on 
pages 17 and 21. b 
SCA-263BK-B 


Customer Service 











120 Ib. overall load rating 
Keyed lock 


Made in the USA 
With Global Components 


Keyed lock 
Assembly required 
108 Ibs. 

42,624 cubic inches 
2,010 square inches 


Made in the USA 
With Global Components 


1,500 Ib. overall load 
rating 


Assembly required 
140 Ibs. 


1,500 Ib. overall load 
rating 


Assembly required 
120 Ibs. 


Made in the USA 
With Global Components 


SCA-264BK-B SCA-265BK-B 





WCA-265B 











K 











PORTABLE SERIES 


Portable Series storage organizes small collections of tools in compact, mobile designs 
that can be easily carried to the job site. 
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\ YEAR LIMITED / 
. WARRANTY | 
> Fully lockable with rust-resistant latches in order to secure your valuable Nay 


tools (padlock not included). 






> Full-width piano hinge for trouble-free opening and closing. 





> Removable tote trays allow easy access to your most-used tools and parts. 


> Comfort-grip handles make your tool box easy to carry. Handles on plastic portables are 
recessed into the lid, providing a flush top surface for stacking and storing. 


» Steel drawers in select models maximize organization. 


> Plastic portables with molded in color are constructed with high-impact polypropylene 
that resists cracking in extreme temperatures (-20°F to +120°F). 





Products and specifications subject to change without notice. 
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@ MP-2012BK Black 


20.5 W x 8.5 D x 12 H inches 


Three 2 inch high, full-extension 
25 |b. friction drawers 


BM PP-2314BK Black 


23 W x 10.5 D x 13.5 H inches 


Three 2 inch high, full-extension 
25 |b. friction drawers 


B MP-2409BK Black 


24Wx8Dx9H inches 
Removable metal tote tray 


B MP-2009BK Black 


20Wx8Dx9H inches 
Removable metal tote tray 


@ MP-1608BK Black 


16 W x 7 D x 7.5 H inches 
Removable plastic tote tray 


m@ PP-2610BK Black 


26 W x 10.5 D x 10 H inches 
Removable plastic tote tray 


mM PP-2310BK Black 


23 W x 10.5 D x10 H inches 
Removable plastic tote tray 


m@ PP-2009BK Black 


20 W x 9.5 D x 9 H inches 
Removable plastic tote tray 


m@ PP-1709BK Black 


17 W x 9.5 D x 9 H inches 
Removable plastic tote tray 


@ PP-1406BK Black 


14 W x 7.5 D x 6.25 H inches 
Removable plastic tote tray 


m@ PP-1613BK Black 


16.25 W x9D x14 H inches 
Includes two tote trays and a tub 


Customer Service 


21 Ibs. 
1,558 cubic inches 
567 square inches 


16 Ibs. 
1,788 cubic inches 
579 square inches 


11 Ibs. 
1,688 cubic inches 


9 Ibs. 
1,426 cubic inches 


5 Ibs. 
822 cubic inches 


8 Ibs. 
2,/30 Cubic inches 


6 Ibs. 
2,415 cubic inches 


5 Ibs. 
1,665 cubic inches 


4 Ibs. 
1,415 cubic inches 


1 Ib. 
656 cubic inches 


7 Ibs. 
1,315 cubic inches 








The Waterloo STEP™ (Student To Expert 
Partnership) Program is our way of investing in 
the future workforce by helping students with 
their training. Waterloo Industries partners with 
leading professional brands to bring schools 
and students the finest selection of tools and 
tool storage. 


We offer affordable tool and tool storage 
solutions for a range of tech education 
programs through: 


Generous discounts for students, instructors 
and schools 


A wide selection of professional tools and tool 
storage 


Free shipping in the 48 contiguous United 
SI FSR StS 


Financing with affordable payments 
Student eligibility any time before graduation 
No minimum or maximum order requirements 
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Organization accessories 





Visit WaterlooTattooStorage.com 
for more information. 
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At Waterloo Industries, we don’t just talk about product quality, we ensure it. Our 
products are subjected to an extensive battery of fatigue and durability tests before and after 
they go into production. Waterloo testing labs simulate a lifetime of heavy use with automated 
equipment. Tests include drawer cycling, salt soray exposure, treadmill, handle durability, load 
rating, and more. 


ha 





Drawer-Cycle Test Salt Spray Test Treadmill Test 


WATERLOO LIMITED WARRAIITY 


normal use for the following periods from original date of purchase: Professional HD and Professional 
Series: 10 years; Waterloo Series and Workspace Storage: 7 years; Shop Series, Project Centers, 


Waterloo warrants our products to be free from defects in materials ets under 
Portables, Accessories and all other products: 1 year. | 


If any product is found to be defective in material or workmanship during normal use within the 
applicable warranty period, your exclusive remedy is replacement of the ee or parts. 
This warranty does not cover products that are damaged through any misuse, abuse, accident, ~~ 
neglect, modification or mishandling. Waterloo will not be responsible for any losses, injuries Or 
costs of any nature, including indirect, incidental or consequential damages, relating to. this product, a 
including transportation charges. Except as provided by law, this warranty is in lieu of and Te . Pat 
all other warranties, conditions Blais guarantees, whether expressed or implied, Sr 1b ela] (o) a i 
otherwise, including without restriction those of merchantability or fitness for a particular purpose. en et 


some states, provinces and nations do not allow the exclusion or limitation of Pee fo) g | 
consequential damages, so the above limitations or ms hal may\not ‘appl This Wetec ain? — 
gives you specific legal rights and you may have other rights which) ae from state to state, province. , 
to province, and nation to nation. We will advise you of the procedure t follow.in making ‘warranty «*- a 
claims. Warranties do not cover units that are mounted or used in- moving vehicles.“Gontact us, : 
using the contact information below, with a model number/descripti n of the product, description of 
the defect, proof of original purchase, and your name, address, area code*and telephone number. 
Waterloo Industries may request photos identifying the product an ‘hou the defect to qualify for 
return authorization. | ee 





Warranty Claims Department _ Waterloo Industries, Inc. 


139 W. Forest Hill Avenue, Oak Creek, WI 53154 800-833-8851 | wicustomerservice@mlock.com 31 








Waterloo storage solutions are perfect for use in a wide range of environments—anywhere 
professionals use tools to earn a living. 


MAINTENANCE & VEHICLE SERVICE & INDUSTRIAL & 
REPAIR alae 


——— 
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